To:  Flores,  Raymond[f!ores. raymond@epa.gov];  Perez,  Myra[perez.myra@epa.gov] 

Cc:  Humphrey,  Marvelyn[humphrey. marvelyn@epa.gov];  McMillin,  Rick[McMillin. Rick@epa.gov] 

From:  McQuiddy,  David 

Sent:  Mon  8/1 0/201 5 6:57:56  PM 

Subject:  RE:  ASB-R6 


Thank  you  Ray, 


How  many  samples  can  CLP  run  with  a 48hr  TAT  for  $35K? 


Wes  McQuiddy 

Chief,  Environmental  Services  Branch 

U.S.  EPA  Region  6 (6MD-H) 

10625  Fallstone  Road 
Houston,  Texas  77099 

214-665-6722 


This  email  may  contain  material  that  is  confidential,  privileged  and/or  attorney  work 
product  and  is  for  the  sole  use  of  the  intended  recipient.  Any  review,  reliance,  or 
distribution  by  others  or  forwarding  without  express  permission  is  strictly  prohibited.  If 
you  are  not  the  intended  recipient,  please  contact  the  sender  and  delete  all  copies. 


From:  Flores,  Raymond 

Sent:  Monday,  August  10,  2015  1:27  PM 

To:  Gannon,  Nick;  Perez,  Myra 

Cc:  Humphrey,  Marvelyn;  Hoff,  Melanie;  Appleby,  Charlie;  Myer,  Shari;  McQuiddy,  David 
Subject:  RE:  ASB-R6 


Hi  Nick, 


4003295 


ED  000552F  00010067-00001 


That  is  a question  for  Wes. 


Wes,  CLP  can  provide  48  TAT  on  inorganic  metals  analysis.  There  is  about  35k  removal 
money  left  on  the  Region  6 allocation. 


From:  Gannon,  Nick 

Sent:  Monday,  August  10,  2015  1:24  PM 

To:  Flores,  Raymond;  Perez,  Myra 

Cc:  Humphrey,  Marvelyn;  Hoff,  Melanie;  Appleby,  Charlie;  Myer,  Shari;  McQuiddy,  David 

Subject:  ASB-R6 


Ray/Myra, 


How  are  things  looking  for  R6  response  to  the  Gold  King  Mine  release?  ASB  is  looking  at  CLP 
inorganic  lab  capacity  and  TAT  for  supporting  R8,  R6  and  R9. 

Is  this  something  that  might  be  useful? 


Thanks, 

Nick 


Nicholas  Gannon 

USEPA  Region  6 Houston  Laboratory 
10625  Fallstone  Rd. 

Houston,  TX  77099 
281.983.2138 
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